roof bolts and "mucking"  in the area,    Allen suspected  that  the abandoned mine
had been entered on  the  previous 4  to 12  shift because of   the  amount of  work
that had  progressed into  the intersection.     The "mucker"  operator corroborated
those suspicions and conceded that they had  indeed  intersected  the mine  on
the  previous evening shift.     According  to Allen,   the rib and roof  conditions
presented  an extreme hazard   to  the  six men working  in  the  area because  of
the complete lack of support  from the ribs.     He  pointed  out  that while  the
roof bolting  provided a   solid beam for  the  roof,   without  accompanying vertical,
support  frora  solid  ribs,   the  roof would  only fall  as a larger  slab.     Allen
testified  that Edward  Stamper,   Gowin's general superintendent,   agreed at   the
time   that an  imminent danger  indeed  existed.

It  was  Allen's opinion  that  the operator was  chargeable with gross  negli-
gence because  the men continued  to work in  this obviously dangerous area
without   proper  roof  support.     He  pointed  out   that  a  proper  preshift  examina-
tion which was required  to have been made 90 minutes before the beginning
of   the  shift,   should have alerted  the operator  to   those  conditions.     A  steel
plate  liner was  subsequently  erected in  the cited  area and  the  citation  and
order were abated on June 18,   1980.

Cowin's  general  superintendent,   Edward  Stamper,   corroborated  Allen's
testimony in essential respects.     He admitted  that  the  slope had  in fact
entered  the old nine workings early in  the morning of  the 5th during  the
"owl"  shift and  that  work continued  12 to 15 feet  into the intersection by
the  time he arrived.    When he arrived at  the face,   he found  the conditions
so  bad   that  he ordered  the men  to  stop work and withdraw from the  area.     He
based   this decision on the  fact  that the left rib  showed  signs of  caving   on
the  top left  side.    He admitted  that no one should have been working  in  the
old works,  yet  the "mucker"  operator,   as well  as  others,   had  been  indeed  work-
ing  in  this  area.     Significantly,   Stamper also conceded   that   the  rock con-
ditions were  so bad   in  the intersection that even a 10-gauge Armco  tunnel
liner was  not  sufficient  for roof  support.

Under  these circumstances,  I have no difficulty in concluding   that   the
provisions of  the  slope  plan,   requiring more  than  roof bolting where  roof
conditions dictate,  were violated.     Since this  condition constitutes a vio-
lation of  the mandatory  standard,   the citation is  accordingly affirmed.      It
also follows  chat  since  the operator did  fail   to comply with the cited manda-
tory standard,   the withdrawal order was also issued  at least  in part  for   that
nonconpliance.    Under the circumstances, all of the miners who were idled  as
a   result of  that order must be fully compensated  by  the operator for  their
lost  time at  their regular rate of pay for the lesser of 1 week or  their
actual  lost  time.     Since the miners here were actually idled  by the order
from June 5 to June 18  they are entitled  to  pay for   the  time idled  for
1  week or 7  calendar days.

Aniounj^of Compensation

The  purpose of section 111 is to provide limited compensation solely
for  regular  pay lost because of the issuance of an order designated  in  that
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